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WORK ORDER REQUEST § File Nr. 1151 : 
DELO I 


a. 
Request Nr. 61-69 
17 April 1961 


SUBJECT: Request for Repair (Contract Nr. TMLG ) 


10s STATOTHR 


FROM? 
FOIAb3b1 


Request the following items be repaired and returned <o 
shis activity at earliest Possible date, 


ETEM PART NUMBER UIT quawerny 
Le 4300000422, BA 1 


2, F4300C00~13 BA i 


NOTE: This material shipped direct to Firewel by Mr. Ba Griffen, 


(Br flrtrine,, Or£,, | 


further, request your return shipping document reflect 
ebove work omer request number, 


AUTHORIZED 


Lead 


FOIAb3b1 


“ARMER ROBINS AIR MATERTEL AREA 
XC 8iNS ATR FORCE BASE, GEORGIA 
UARBROUSE 17, STORERIOM B 
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